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UNCLASSIFIED 

PAGE 01 AMMAN 06899 2707 13Z 
ACTION OES-09 

INFO OCT-01 NEA-10 ISO-OO EB-08 /028 W 

122244 270714Z/21 

R 270704Z AUG 78 
FM AMEMBASSY AMMAN 
TO SECSTATE WASHDC 7429 

UNCLAS AMMAN 06899 


Message Text 


FOR OES/NET, CECILE LANSKY 

E.O. 11652, N/A 
TAGS: ENRG, TECH, JO 

SUBJECT: COST OF ELECTRICITY PRODUCTION USING 
CONVENTIONAL ENERGY SOURCES 

REF: STATE 210744 

1 . JORDAN ELECTRIC POWER COMPANY, A PRIVATE 
ORGANIZATION WHICH DISTRIBUTES ELECTRICITY, HAS 
FURNISHED THE FOLLOWING PRICE SCHEDULE FOR JORDAN: 

- CATEGORY DOMESTIC COMMERCIAL INDUSTRIAL 

- 1-100 KWH/MO 30 35 35 

- 101-2500 KWH/MO 23 28 21 

- 2501 AND UP/MO 23 28 15 

ALL FIGURES ARE GIVEN IN JORDANIAN FILS PER KILOWATT 
HOUR: ONE JORDANIAN FIL IS ONE-ONE THOUSANDTH OF A 
JORDANIAN DINAR AND IS EQUAL TO 3.34 (THREE POINT THREE 
FOUR) MILLS AT CURRENT RATES. THE GOVERNMENT IMPOSES A 
TAX OF ONE FIL PER KILOWATT HOUR IN ADDITION TO THE 
ABOVE RATES. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 AMMAN 06899 2707 13Z 

2. WE ARE ATTEMPTING TO DEVELOP THE INFO REQUESTED IN 
PARA 2.A. THRU E REFTEL AND WILL ADVISE WHEN AVAILABLE. 
SUDDARTH 
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